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was going to be. I never imagined that I'd ever have
to stand guard over you.
[With suppressed wildncss.]

One hardly dare breathe any more. Still, what can one
do ? I don't want to be beheaded.

Friedrich Hall God give you courage.

S.S. Man. Me ? It is you who will need the courage, Herr
Pastor.

Friedrich Hall I have it, now.

S.S. Man.

[Coming close to FRIEDRICH HALL.]
There is a spot I know of in the barbed-wire fence
where the electric current has been turned off...

Friedrich Hall. No, my friend, I am prepared for the
worst that can happen to me.

S.S. Man. Death is not the worst, Herr Pastor. Remember
Johann Herder.

Friedrich Hall Yes, I know. I know, Fm afraid of that
... terribly afraid.... But I must be strong, do you
understand, Degen? This is something that is required
of me, I must bear everything.

S.S. Man.

[Moving to the wndow,]
The commandant is coming.

[Softly to FBIEDRICH HALL.]